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NUMBER OF ITEMS ANO CATEGORY (Stil! photographs, negatives, or slides) 


12 atill photographs 


DESCRIPTION OF MATERIAL 


DATE OF EXPOSURE i + +953 
1. Electric power relay stetion at Nass, Ircland. 
Pe. Eléctric power relay station at Cahir, Treland. 
Be Electric power relay station at Cahir, Ireland. 

- Electric power relay station et Cahir, Treland. 

+ Twoeway vehicle bridge at Le Boulu, France (42°31'N, 02950'E) crossing 

Tech River ~ looking north. 
« Harbor of Paima, Majorca, Spain « looking est. 
» EHerbor st Palma, Majorca, Spain, showing lighthouse at end cf Quai. - looking eask. 
+» Approach to harbor at Palma, Majorca, Spain. Destroyer Escort of Spanish 
Vary in mid ground - looking northvest. 

>. Harbor at Palme, Majorca, Spain, showing Quai, looking east. 

D. Harbor at Palma, Majorca, Spain. Yacht basin in mid ground e Looking east. 
2. Spanish Naval Air Station at Puerto de Pollensa, Majorca, Spain, Hengars 
in foreground = looking southeast. 

ee Two way vehicle bridge at Sarzia, Spain, immediately south of Gerona. 

Bridge spans Ter River - locking east. 
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